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Pa 


22 September 19],7 


uxecutive for Inspection and Security 
txecutive for Administration and }‘anagement 


Changes in Tentative Table of Orranization 


1. ‘The attached tentative Table of Organization is approved 
for the wxecutive for Inspection and Security. 


é. The changes in this tentative Table of Organization 
are primarily organizational and establish the Security Branch and 
the Inspection and Audit Branch 
: 25X9A2 


3. A personnel ceiling of positions is established for 
all quarters of fiscal year 198. 


VOR THE DIRECTOR OF CENTRAL INTELLIGENCE 


CC: Personnel Branch, A&M (2) 
Budget and Finance Branch., A&M (1) 


25X1A9a cc: wiss MN9,25/47 - 
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